ir  THE  FIRST  BAPTIST  CHURCH 

ir  longview,  Texas 

The  sanctuary,  92  feet  high,  seats  1,700  people; 
the  chapel  seats  260.  Housed  in  the  building  is  the 
87  lank  Skinner  organ.  The  Children's  building 
cares  for  more  than  500  from  birth  through  eight. 

Not  shown  in  the  picture  are  five  other  edu- 
cational buildings.  Dr.  W.  Morris  Ford  is  pastor 
of  the  3,000  member  church. 
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